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Message Text 


INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO FBO-02 /024W 

071390 061724Z/40 

R 061202Z IUL 77 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 4523 
INFO AMEMBASSY KABUL 
AMCONSUL KARACHI 


LIMITED OFFICIAL USE NEW DELHI 9575 

STATE FOR A/SY/OPS/T 

KABUL FOR RSO 

KARACHI FOR RSS FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: COMCENTER INTRUSION ALARM INSTALLATION, KABUL 

REF: STATE 155596 

1 . ASSUME REFTEL IS APPROVAL FOR START OF JOB. 

2. NO ADDITIONS TO BILL OF MATERIALS PLANNED PENDING DIS 
CUSSIONS WITH RSO. 

3. ATO NEW DELHI HAS REQUESTED THAT, IN TCU, CABLE BETWEEN 
CONTROL UNIT AND TRANSCEIVERS BE SURFACE MOUNTED WITHOUT 
CONDUCT. PLAN TO DO SAME IN C&R. 

GOHEEN 
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